United States Department of State 

Office of Foreign Missions 
Washington, D.C. 20520 


September 4, 2014 

NOTICE 

Acting Director 
Office of Foreign Missions 

The purpose of this notice is to inform the foreign mission community of a 
recent senior level staffing changes within the Office of Foreign Missions (OFM). 

Fredrick J. Ketchem retired from the United States Foreign Service and as 
OFM's Deputy Director on August 30, 2014. Mr. Ketchem was also concurrently 
serving as OFM's Acting Director. 

Until further notice, Clifton C. Seagroves will serve as OFM's Acting 
Director. Mr. Seagroves' office is located at 2201 C Street, NW Room 2236 and 
may be reached by telephone at (202) 647-3417. 

The Director of the Office of Foreign Missions is the functional equivalent 
of an Assistant Secretary of State. 

More information concerning OFM's senior staff is available at 
www.state.gov/ofm/contact/personnel/index.htm. 

Questions concerning this or other matters may be directed to OFM by 
telephone at (202) 647-3417 or by electronic mail at OFMInfo@state.gov. 



